Sanitized Copy Approved for Release 2010/12/08 : CIA-RDP57-0001 1A001 0001 801 08-8 


STAT 


12 July 1956 


(••SWSAFDtiM FOPt Mr. 0. W. Hie# 

1315 "**" Bldg. 

-U3J 1CT: TrRnwsit tel of Hadio Corp. of Aoarica HCA Laboratories 

Division Low Frequency Antenna S array, AD BO. 63773 


Returned herewith la Antenna Surrey , AD Ho. 63773 P® r y oar 
reques t . 


STAT 

Lt UoloaaJL oss? 

Deputy Dirac tor of Materiel 

Kncl: 

Antanna S array 

WAW:vt (12 Jul 56) 

Dist: Orig it 1 - addressee 

3 - LO 

4 - Chrono 
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